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CATHEDRAL  OF  THE  IMMACULATE  CONCEPTION 
Springfield,  Illinois 

Dedicated  October  14,  1927 
Built  of  Mankato  stone  in  Greek  Revival  Style  of  ^ 
Architecture. 
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Color    photography    by    Colorcraft  Studios 
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